Queens Public Library 
Unfunded Capital Needs 


Location 

Description 

Funding Needed 

ARVERNE 

Supplement Existing Project: Outfitting 

$ 

275,000 

ARVERNE 

Supplement Existing Project: Replacement Branch 

$ 

13,329,498 

ASTORIA 

Supplement Existing Project: Renovation 

$ 

1,200,376 

BAISLEY PARK 

Supplement Existing Project: Renovation 

$ 

1,085,316 

BAYTERRACE 

Supplement Existing Project: Expansion & Renovation 

$ 

1,918,745 

BROAD CHANNEL 

Replacement Branch 

$ 

8,441,000 

CAMBRIA HEIGHTS 

Roof Replacement 

$ 

1,200,000 

CORONA 

Supplement Existing Project: Expansion & Renovation 

$ 

3,609,043 

EAST FLUSHING 

Interior & Exterior Renovation 

$ 

8,441,000 

FLUSHING 

Supplement Existing HVAC 

$ 

4,529,000 

GLENDALE 

Full Exterior Rehabilitation 

$ 

6,000,000 

GLENDALE 

Heating Systems Replacement 

$ 

1,200,000 

HILLCREST 

Renovation 

$ 

8,553,867 

HOWARD BEACH 

Replacement Branch 

$ 

15,757,123 

LEFFERTS 

Renovation 

$ 

8,955,392 

LEFRAK CITY 

Supplement Existing Project: Renovation 

$ 

2,000,000 

LONG ISLAND CITY 

Branch Renovation 

$ 

18,780,240 

MASPETH 

Renovation 

$ 

8,441,000 

McGOLDRICK 

New Roof 

$ 

1,000,000 

MITCHELL-LINDEN 

Expansion and Interior Renovation 

$ 

6,000,000 

NORTH FOREST PARK 

Supplement Existing Project: Renovation 

$ 

2,000,000 

NORTH HILLS 

Replacement Branch 

$ 

15,757,123 

OZONE PARK 

Exterior Refurbishing 

$ 

2,000,000 

PENINSULA 

Replacement Branch 

$ 

31,514,247 

POMONOK 

Renovation 

$ 

8,955,392 

POPPENHUSEN 

Exterior Renovation 

$ 

2,000,000 

QUEENSBORO HILL 

Exterior Renovation 

$ 

2,500,000 

QUEENSBORO HILL 

Supplement Existing HVAC 

$ 

800,000 

RICHMOND HILL 

Supplement Existing Project: Renovation 

$ 

4,214,906 

RIDGEWOOD 

Roof Replacement 

$ 

1,800,000 

ROCHDALE VILLAGE 

Windows and Doors Replacement 

$ 

800,000 

ROCHDALE VILLAGE 

ADA Restrooms & Related work 

$ 

2,000,000 

SEASIDE 

Replacement Branch 

$ 

15,757,123 

SOUTH JAMAICA 

Supplement Existing Project: Renovation 

$ 

6,374,369 

SOUTH OZONE 

Supplement Existing Project: Expansion & Renovation 

$ 

3,832,468 

ST. ALBANS 

Supplement Existing Project: Renovation 

$ 

5,863,000 

STEINWAY 

Heating, Ventilation and Air Conditioning Replacement 

$ 

2,500,000 

SUNNYSIDE 

Interior Renovation 

$ 

8,441,000 

WHITESTONE 

Interior and Exterior Renovation 

$ 

8,441,000 

WOODSIDE 

Supplement Existing Project: Renovation 

$ 

5,655,495 


Grand Total 

$ 

251,922,723 

















































